UERY 2. - PERFIN “VO” — V1310.01 
Rosemary Smith 


When I acquired the perfin “VO”, with the 6 hole “O”, on a King George 
V 2'4d (T RC) I sent it to Roy with the following comment. The die 
matches V1310.01 but with the alternate pins missing from the “O”. Roy is 
inclined to agree with this. Has anyone else a “VO” with the 6 pin “O”? 
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